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NOTIFICATIONS BY GOVERNMENT 


MUNICIPAL ADMINISTRATION & URBAN DEVELOPMENT DEPARTMENT 

( R ) 


XIII FINANCE COMMISSION – PUBLICTION OF FIRE HAZARD RESPONSE AND MITIGATION PLANS 

OF GREATER HYDERABAD MUNICIPAL CORPORATION , HYDERABAD , GREATER 
VISAKHAPATNAM MUNICIPAL CORPORATION , VIJAYAWADA MUNICIPAL CORPORATION 
IN THE STATE . 


[GO.Ms. No. 105, Municipal Administration & Urban Development ( R ), 25th March , 2011. ) 


In exercise of the fulfilling the Condition No . 9 stipulated by the XIII Finance Commission under Para 10 , 161, 
the Governor of Andhra Pradesh herebymakes the “ Fire Hazard Response and Mitigation Plans to be implemented 
during the fiscal year 2011 - 12 for the respective jurisdictions of three Cities , i.e., Greater Hyderabad Municipal 
Corporation (GHMC ), Greater Visakhapatnam Municipal Corporation (GVMC ), and Vijayawada Municipal 
Corporation (VMC)” is published in an extraordinary issue of the Andhra Pradesh Gazette, Dated : 25 -03 - 2011 , for 
compliance by the Urban Local Bodies. 
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Dr.VIJAYKUMAR, 
Secretary 
to 
Government 
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